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The above illustrated perfin is listed in the Identities 
Catalogue as belonging to the ‘City of London Council’. 
This is probably an error, if for no other reason than that 


this body does not exist and never did. The official 
name is ‘Council of the City of London or simply _ 'City 
of London’. Further evidence against this identity is _ the 
fact that the City of London used the well known Arms 
perfin, of various types, from Victorian to Elizabethan 
periods. 


My guess as to the true identity is London County Council 
(now G.L.C.) who used a logo of the same design on school 
buildings at the start of the century. If my guess is 
correct, it must have been used after "L.C/C" and before 
the first type of "LCC" (which I read as L.CC as the 'L' 
has only six holes, the seventh being the 'stop'). 


Does anyone have any further information, or an identified 
cover? Answers to the Editor, please. 


